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VIRGINIA SAFARI PARK, INC 

229 SAFARI LANE, PO BOX 147 
NATURAL BRIDGE, VA 24578 


Customer ID: 2481 
Certificate: 52-C-0166 

Site: 002 

RESIGN ZOO INC 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUN-02-2003 


NO NON-COMPLIANT ITEMS IDENTIFIED THIS INSPECTION. 


Prepared By: 
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GLORIA MCFADDEN, D. V. M. , USDA, APHIS, Animal Care 


Title: v/PTPRiMARVMPnir^Ai nFFir.PR , inspector ID; 1048 
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